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Congratulations 1 


English 


Congratulations 

Thank you for purchasing Creative ZEN™ V / ZEN V Plus! Read on to learn 
how to get started with your new player! 

To get the most out of your player, also read the comprehensive Users 
Guide on your Installation and Applications CD. 


1. Power switch 

2. Lock 

3. Microphone 

4. LINE IN jack 

5. Headphone jack 

6. USB 2.0 port 

7. Volume Increase 
button 

8. Volume Decrease 
button 

9. Record button 

10. Play/PausG button 

11. Back/Options 
button 

12. 5-way Navigation 
Joystick 

13. Reset button 



I NOTE 


Product specifications may vary, depending on modeL purchased. 
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2 Using the 5-Way Navigation Joystick 

Using the 5-Way Navigation Joystick 

The 5-way Navigation Joystick is one of the most important features of your 
player. In this document, we will use the term "Select" to mean that you 
should push the 5-way Navigation Joystick up or down to browse through 
options, and then select the option by pressing down the 5-way Navigation 
Joystick. 




When playing music, you can do the following ： 

■ push the joystick Left or right to go to the previous or next track. 

■ push and hold the joystick right or left to move forward or 
backward within a track. 



I NOTE At any time, press and hold the Back/Options button for more 
options. 
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Getting Started 3 

Getting Started 

Step 1：Set up the software 

■ WARNING DO NOT connect your player to your computer before setting up the I 
software. | 

1 Turn on your computer. 

You must log in as an administrator before you can set up the software. For 
more information, refer to your operating systems online Help. 

2 Insert the Installation and Applications CD into your CD-ROM/DVD-ROM 
drive. 

Your CD should start automatically. If it does not, follow the steps below ： 
i. DoubLe-cLick the My Computer icon. 

Alternatively, click Start —> My Computer, 
ii. Right-click the CD-ROM/DVD-ROM drive icon, and then click 

Autoplay. 

3 Follow the instructions on the screen and when prompted, restart your 
computer. 

4 When your computer restarts, follow the product registration instructions 
on the screen. 

I NOTE You will require an Internet connection to register your product. | 
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4 Charge Your Player 

Step 2: Charge Your Player 

1 If you have not done so, connect your player to your computers USB port 
with the supplied USB cable. 



NOTE 


■ For continuous battery charging using the USB port, make sure 
your computer is not in power conservation mode. For more 
information on power conservation modes, refer to your 
operating system's Help. 

■ Connect to a computer US 巨 port only: avoid connecting to a USB 
hub. 

■ For express battery charging without using your computer, 
purchase the ZEN Power Adapter. For more information on this 
and other ZEN V Series accessories, visit www.creative.com. 


When the battery is charging, the battery charging こり icon flashes on the 
Organic Light Emitting Diode (OLED) display. 
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Select Your Menu し anguage 已 

2 Disconnect you 厂 player from you 厂 computer when the battery is fully 
charged and you see M on your players OLED display. The battery is fully 
charged in approximately six hours. If your fuUy charged player remains 
connected to your computer for a prolonged period, the OLED display 
blanks out automatically to save battery power. 

I NOTE Your player will continue charging even after it turns off, as long as it I 
is connected to a computer or power outlet. | 

Step 3: Select Your Menu Language 

1 If your player is not turned on, slide the Power switch towards the Power (J) 
icon and hold it there until the OLED display lights up. 

2 When you turn on your player for the first time, the menu is in English. To 
change the language ： 

i. Press the Back/Options * button. The main menu appears, 
ii. Select System —> Language, and then select the language that 
you want. 

3 After you have finished using your player, slide the Power switch towards 
the Power (|) icon untiL the Shutting down message appears. 


Step 4 ： Transfer Content 

Transfer music and other files from your CD collection or computer. For 
more details, see "Managing Music, Videos and Data" on page 10. 
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6 Transfer Content 


To transfer or Yip’ music from your CD collection 

1 Make sure your player is connected to you 厂 computer as shown on page 4. 

2 Double-click the ZEN V Series Media Explorer Q icon on the desktop. 

3 Click the Rip Audio CDs ^ button. 

4 Follow the instructions on the screen. 

If you are connected to the Internet, album information is automatically 
retrieved. 


To transfer music, pictures or videos from your computer 

1 Repeat steps 1 and 2 in "To transfer or Vip music from your CD collection 
above. 


Click the Browse Media 一 button. 

Locate your media files, and using the drag-and-drop method, copy them to 
the following folders in your player ： 

■ Media Library\Music folder for audio files 

■ Media LibraryWideos folder for videos 

■ Media Library\Pictures folder for pictures. 

NOTE ■ Use Creative Media Explorer, Creative MediaSource Player/ 
Organizer or Windows Media Player 10 (and above) to transfer 
files protected by Digital Rights Management (DRM) technology. 

■ The video function is avaiLabLe on ZEN V Plus players only. 

■ All video formats require conversion before they can be played on 
your ZEN V Plus. Use Creative Media Explorer or Creative 
MediaSource Player/Organizer only to convert your videos. Note 
that if you choose to skip a video file, it will not be transferred to 
your player. 
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Disconnect Your Player 7 


To transfer data files 

1 Repeat steps 1 and 2 in "To transfer or rip music from your CD collection" 
on page 6. 

2 Click the Browse Documents button. 

3 Locate your data files, and using the drag-and-drop method, transfer them 
to the Data folder in your player. 

NOTE ■ You can also transfer audio files, pictures and videos using the 
Browse Documents button. They will, however, be treated as 
data files and cannot be played back or viewed on you 厂 player. 

■ Use your player's Removable Disk mode if you need to transfer 
and manage data between you 厂 player and computers that do not 
have Creative Media Explorer. For more information, see the 
User’s Guide on your Installation and Applications CD. 

Step 5 ： Disconnect Your Player 

When you have finished transferring files, disconnect your player. 

DO NOT disconnect you 广 player if you see the left picture below on the 
display. Track or data file transfer is in progress and disconnecting your 
player may damage the content being transferred. When you see the right 
picture below on the display, disconnect your player. 


Docked ■ 


Docked ■ 

卜 -1 换 11--, 


o-HSh-o 
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8 Play Media Files or View Pictures 


Step 6: Play Media Files or View Pictures 

You are now ready to play or view files, including Audible® and ZENcast 
audio files. 


NOTE 


■ The video function is available on ZEN V Plus players only. 

■ At any time, press and hold the Back/Options * button for more 
options. 

■ Files in your player are sorted aLphabetically for quicker 
searches. 


To play music and Audible files 

1 Connect your earphones to the Headphone jack. 

2 In the main menu, select Music Library —> category that you want. 

3 Select a track and select Play. 

4 Press the Volume Increase + and Volume Decrease — buttons to adjust 

To manage Audible files, you need to install AudibLeManager®. 
Audible files are currently available to selected regions only. 

If available with a music track, album art will be displayed on 
your player. 


the volume. 

I NOTE 
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Play Media Files or View Pictures 9 

To play ZENcast audio files 

With Creative ZENcast Organizer, you can subscribe to your favorite 
ZENcast channels, and download and transfer ZENcast audio files to your 
ZEN V / ZEN V Plus. For more information, visit www.zencast.com. 

To view pictures 

1 In the main menu, select Photos, and select the picture you want. 

2 Press and hold the Back/Options * button 

3 Select Zoom In, and use the 5-way Navigation Joystick to pan the picture 
horizontally or vertically. 

To play videos 

In the main menu, select Videos 一 Video 一 video that you want. 

I NOTE ■ The video function is available on ZEN V Plus players only. 

■ ZENcast video files are not supported by your player. 
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10 Managing Music, Videos and Data 

Managing Music, Videos and Data 

Creative Media Explorer and Creative MediaSource Player/Organizer are 
included with your player. Try out these applications to decide which one is 
more suitable for your needs. 

Creative Media Explorer 

Use Creative Media Explorer if ： 

■ you are new to digital music and videos, and want to transfer them 
from your CDs or computer to your player 

■ you want to convert, synchronize, and organize audio and video 
files 

■ you prefer to manage you 厂 player in the famiLiar "Windows 
Explorer" environment. 

To start Creative Media Explorer, double-click the ZEN V Series Media 
Explorer Q icon under My Computer or on the desktop. For more 
information about using Creative Media Explorer, refer to its online HeLp. 

I NOTE The video function is available on ZEN V Plus players only. | 

Creative MediaSource Player/Organizer 

Use the full-featured Creative MediaSource Player/Organizer if ： 

■ you require additional features such as recording, automatic 
playlist generation, and audio format conversion 

■ you want to manage a music library on you 厂 computer. 

To start Creative MediaSource Player/Organizer, double-click the Creative 

MediaSource Player/Organizer icon on your desktop. 

Creative MediaSource Player/Organizer has a Home page from which you 
can access common tasks. For more information about using Creative 
MediaSource Player/Organizer, refer to its online Help. 
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Managing Your Player 11 


Managing Your Player 

Creating playlists 

You can select any combination of tracks you want from your player s Music 
Library to create playlists for convenient playback. 

1 To add a track or category of tracks to the Now Playing folder ： 

i. Select Music Library 一 track or category of tracks that you want. 

ii. Press and hold the Back/Options ^ button, and select Add to 
Selected. 

III. Repeat steps ij and ii) to add another track or category of tracks, 
iv. Press the Back/Options ^ button. 

You may need to do this more than once until the main menu 
appears 

V. In the main menu, select Now Playing. 

2 Press and hold the Back/Options button, and select Save As Playlist. 

3 Use the 5-way Navigation Joystick to create a name for your playlist and 
select Ok to confirm the name. 

4 To play a playlist, select Music Library 一 Playlists —> playlist that you want. 

Listening to FM Radio 

1 In the main menu, select FM Radio. 

2 To automatically scan and save radio stations, press and hold the Back/ 
Options * button, and select Autoscan. At the end of the autoscan, your 
player saves all stations as preset channels and tunes in to the first preset. 

3 To select a different preset, push the 5-way Navigation Joystick right or left. 

I NOTE ■ The FM radio function is available on ZEN V Plus players only. I 
■ To fine tune or manually scan for a radio station, see the User's I 
Guide on your Installation and Applications CD. | 
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12 Safety Information 


Safety Information 

Refer to the following information to use your player safely, and to reduce 
the chance of electric shock, short-circuiting, damage, fire, hearing 
impairment or other hazards. 

I note Improper handling may void the warranty for you 厂 player. For more information, read the I 

Warranty available with your product. 圓 

■ Do not dismantle or attempt to repair your player, battery or power adapter. 

Refer all servicing to Creative or authorized repair agents. 

■ Do not expose your player or battery to temperatures outside the range of 0°C to 
45°C [32°Fto 113°F). 

■ Do not pierce, crush or set fire to your player or battery. 

■ Keep your player or battery away from strongly magnetic objects. 

■ Do not subject your player to excessive force or impact. 

■ Do not expose your player or battery to water or moisture. 

If your player is moisture-resistant (see product packaging for details), take care not 
to immerse your player in water or expose it to rain. 

■ Do not listen to audio at high volume for prolonged periods of time. 

■ Do not attempt to remove the embedded battery. The player must be disposed of 

according to local environmental regulations. To replace the battery, return your 
player to your regional support office. For product service information, go to 
www.creative.com. 

■ When a conductive apparatus such as earphones, is used in close proximity with a 
CRT television or CRT monitor, the latter may emit an electrostatic discharge. This 
electrostatic discharge can be felt as a static shock. While this static shocK is usually 
harmless, it is good practice to avoid close contact with CRT devices when using 
earphones. 

WARNING As with any digital media-based storage device, data should be backed up regularly. We 
strongly recommend that you observe the usage precautions laid out in this booklet, and 
also back up the data in your player regularly. In no event will Creative be liable for any 
indirect, incidental, special or consequential damages to any persons caused by 
Creative's negligence, or for any lost profits, lost savings, loss of use, lost revenues or 
lost data arising from or relating to this device, even if Creative has been advised of the 
possibility of such damages. In no event will Creative's liability or damages to you or any 
other person ever exceed the amount paid by you for the device, regardless of the form of 
the claim. Some countries/states do not allow the limitation or exclusion of liability for 
incidental or consequential damages, so the above limitation or exclusion may not apply 
to you. 
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More Information 13 


More Information 

User's Guide 

Read the Users Guide found on your Installation and Applications CD to learn about 
your players many features. Go to d;\manual\<language>\manua し chm 
(replace d：\ with the drive letter ofyour CD-ROM/DVD-ROM drive, and <language> with 
a language that your User's Guide is available in) 

Creative Knowledge Base 

Resolve and troubleshoot technical queries at Creative's 24-hour self-help Knowledge 
Base. Go to www.creative.com, select your region and then select Support. 

Product Registration 

Registering your product ensures you receive the most appropriate service and product 
support available. You can register your product during installation or at 

www.creative.com/register. 

Please note that you 厂 warranty rights are not dependent on product registration. 

Customer Support Services and Warranty 

You can find Customer Support Services, Warranty and other information in the CD. 


Customer Support Services 

d ： \support\<region>\<language>\support.chm 

Warranty 

d ： \warranty\<region>\<Language>\warranty.chm 

Please keep youfProofof'Purchsse for the duration of the 
warranty period. 


(replace d：\ with the drive letter ofyour CD-ROM/DVD-ROM drive, <region> with the 
region that you are in. and <language> with the language that your document is in) 

Keep this document for future reference. 


Copyright 包 2006 Creative Technology Ltd. All rights reserved. The Creative logo, Creative MediaSource 
and ZEN are trademarks or registered trademarks of Creative Technology Ltd. in the United States and/ 
or other countries. Microsoft, Windows and the Windows logo are registered trademarks of Microsoft 
Corporation. Audible and AudibleManager are registered trademarks of Audible, Inc. in the U.S. and/or 
other countries. 
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14お買い上げいただきありがとラございまず 


曰本語 


お頁い上げいただきありがとラございまず 

Creative ZEN^m V/ZEN V 円 us をお買い上げいただきありがとうございまず。 
このプしーヤーの使用方法については、本書をお読みください。 

プしーヤーをご活用いただくためには、インストールおよびアプリケーション 
CD に収録されている総合的な「ユーザーズガイド J もあわせてお読みくだ 
さし、。 


1. 電源スイッチ 

2. □ック 

3. 7イク 

4. ライン入力端子 
已.ヘッドフォン出力 

端子 

6. US 巨 2.0 ポート 

7. ボリュームアップ 
ボタン 

8. ボリュームダウン 
ボタン 

9. 録音ボタン 

10. 再生/一時停止 
ボタン 

11. 戻る/オプション 
ボタン 

12. 已ウエイ 

ナビ ゲー ション 
ジョイスティック 

13. リセットボタン 



I ゾモ 


製品仕様は購入したモデルによって異なる場合があります。 
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5 ウXイナビゲーシヨンジョイスティックの使用 15 


5ウェイナビゲー ジョンゾョ イス ァイックの 使用 

已ウェイナビゲーションジョイスティックは、プレーヤーで最も大切な機能の 
一つです。本マニュアルで「選択 J とは、日ウェイナビゲーションジョイス 
テイツクを上下させてオプシヨンを確認してから、ジョイステイックを押し化 
んでオプションを選巧することを指しまず。 




音楽を再生する時に、次の操作を行ラことができます。 

■ 前のトラックに戻る、または次のトラックに進む場合は、ジョイ 
ステイックを右または左に動かします。 

■ トラック内で早送り、または巻き戻しする場合は、ジョイス 
テイックを押したまま、ちまたは左に動かしまず。 



I メモ 


[房る/オプション]ボタン' 41 を押し続けると、いつでもその他の 
オプションを表示することができます。 
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16ご使用の準備 


ご使用の準備 

ステップ1:ソフトウェアのセットアッフ 

I 警告 本ソフトウェアをセットアップずる前に、プしーヤーをコンピュータ I 

に接続し ないでくだまい。 I 

1 コンピュータの電源をオンにしまず。 

ソフトウェアをセットアップするには、管理者として□グインずる必要があり 
ます。詳細については、オペレーティングシステムのオンラインヘルプを参照 
してください。 

2 インス!ルおよびアプリケーション CD を CD - ROM / DVD - ROM ドライブに 
挿入します。 

CD が自動的に起動します。自動的に起動しない場合は、 CD - ROM ドライブの 
自動挿入機能を有効にする必要があります。次の手順に従ってください。 

し [マイコンピユ ータ ] アイコンをダブルクリックしまず。 

または、 [スタート] 一 [マイコンピユータ] をクリックしま 
す。 

り. CD - ROM / DVD - ROM ドライブアイコンをちクリックし、表示 
されるメニューから [自動再生] を還択します。 

3 プ□ンプトが表示されたら、画面の指示に従い、コンピュータを再起動します。 
4 コンピュータを再起動したら、画面に表示される製品の登録に関する指示に従 
います。 

I メモ 製品登録を行ラには、インターネットに接続ずる必要がありまず。 1 
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プレーャーの変更 17 

ステップ2:プレーヤーの変更 

1 同捆されている US 巨ケーブルを使用してコンピュータを USB ポートに接続し 
ます。 



メモ ■ USB ポートを使巧してバッテリーの連続充電を行う場合は、コ 

ンピュータが省電カモードになっていないことを確認してくだ 
さい。省電カモードについては、オペレーテイングシステムのへ 
ルプを参照してください。 

■ コンピュータの USB ポートのみに接続してくださし NoUSB 八ブ 
には接続しないでください。 

■ コンピュータを使巧せずに高速バッテリー充電を行ラ場合は、 
ZEN 電源アダプターをご購入ください。本製品およびその他の 
Zen V シリーズアクセサリの詳細については、 www . creative.com 

をご覧ください。 

バッテリーの充電中には、 0 LED (OrganicLight Emitting Diode ) 画面の充 
電 アイコンが] が点滅します。 
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18 メニュー言語の選択 


2 バッテリーが完全に充電され、プしーヤーの OLED 画面に [ Hi が表示されたら、 
プレーヤーをコンピュータから取り外しまず。バッテリーは、約6時間で完全 
に充電されます。完全に充電されたプレーヤーを長時間コンピュータに接続し 
たままにずると、 OLED 画面のアイコンが消え、自動的にバッテリー電力が節 
約されます。 


I メモ 


コンピュータ、または電源に接続している限り、電源を切った後もプ 
しーヤーは充電され続けます。 


ステップ3: メニュー音語の選択 

1 プレーヤーの電源がオンになっていない場合、電源スイッチを[電源]アイコン 
(1) の方にスライドさせ、 OLED 画面が点灯するまでそのままにします。 

2 はじめてプレーヤーの電源をオンにする場合は、メニューが英語で表示されま 
ず。言語を変更するには、次の操作を行いまず。 

i . [戻る/オプション]ボタン 41 を押します。メインメ 
ニューが表のされます。 

ii . [ System ] 一 [ Language ] オプションを選択し、お望みの言 
語を選択します。 

3 プレーヤーを使った後は、電源スイッチを[電源]アイコン （ I ) に向かってスライ 
ドして、 [シャットダウン…] メッセージが表示されるまでそのままにします。 



























j_Zen V _ CLA _ 040706 . fm 19 ぺージ 2006年 7 月 4 日火曜日午後4時4 6分 


コンテンツの転送 19 


ステップ 4: コンテンツの転送 

CD コしクションまたはコンピュータから音楽や他のファイルを転送します。 
詳細については、23ぺージの「音楽およびデータの管理 J を参照してください。 

CD コレクションから音楽を転送（「リッピング J ) するには 

1 17ぺージに示ずように、プレートーがコンピュータに接続されていることを確 
詔:します。 

2 Windows のデスクトップにある 区 EN V シリーズメディアエクスプローラ] ア 
イコン g をダブルクリックします。 

3 [才ーディオ CD をリッピング] ボタンぶをクリックします。 

4 画面の指示に従ってください。 

インターネットに接続している場合は、アルバム情報が自動的に取得されます。 

音楽、写真またはビデオをコンピュータから転送するには 

1 19ぺージの 「 CD コレクションから音楽を転送（「リッピング J ) ずるには」の手 
順1と2を繰り返します。 

2 [乂ディアの參巧]ボタンーをクリックします。 

3 メディアファイルを検索し、ドラッグアンドド□ップを使用して次のフォルダ 
にコピーします。 

■ オーディオファイルの場合はメディアライブラリの [ Music ] フォルダ 

■ 画像の場合はメディアライブラリの [ Pictures ] フォルダ 

■ ビデオの場合はメディアライブラリの [ Video ] フォルダ 

メモ ■ デジタル著作権管埋 （ DRM ) テクノロジーで保護されている ファ 

イルを転送するには 、 Creative メディアエクスプローラ、 
Creative MediaSource プしーヤー/才ーガナイザー、または 
Windows Media Plaver 10 (またはそれ i ^(上のバージョン）を 
使巧してください。 

■ ビデオ機能は 、 ZEN V Plus プしーヤーでのみご利巧可能です。 

■ ZEN V Plus で再生ずるには、すべてのビデオをフォーマット変 
換する必要があります。ビデオを変換ずるには、 Creative メディ 
アエクス プローラ または Creative MediaSource プ しーヤ ー / 
オーガナイザーを使用します。ビデオファイルのスキップを選 
択した場合、プしーヤーには転送されません。 
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20 プしーヤーの取り外し 


データファイルを転送するには 

1 19ぺージの 「 CD コレクションから音楽を転送（「リッピング」）ずるには J の手 
順1と2を繰り返しまず。 

2 [ドキュ乂ントのぞ巧] ボタン；^をクリックします。 

3 データファイルを検索し、ドラッグアンドド□ップにより、プレーヤーの 
[データ] フォルダに転送します。 

乂モ - [ドキュイン h の参巧] ボタンを使用してオーディオファイル、写 

真、およびビデオを転送することもできます。ただし、これらの 
ファイルはデータファイルとして処理されるので、プしーヤーで 
再生、表示することはできません。 

■ プレーヤーと Creative メディアエクスプローラが搭載されてい 
ないコンピュータ間でデータの転送や管理が必要な場合は、プ 
しーヤーのリムーバブルディスクモードを使巧します。詳細に 
ついては、インス [ ^ールおよびアプリケーション CD に収録され 
ているューザーズガイドを参照してください。 

ステップ5:プレーヤーの取り外し 

ファイルの転送が終了したら、プしーヤーを取り外します。 

下に示ず左の画像が画面に表示されている場合は、プレーヤーを 取り外さない 
でください。 トラックやデータファイルを転送中なので、プしーヤーを取り外 
ずと転送中の内容が損傷ずる可能性があります。下に示す右の画像が画面に表 
示されてから、プレーヤーを取り外してください。 


Docked ■ 


Docked ■ 

»— II み ll— » 
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メディアファイルの再生および写真の表示 21 


ステップ6: メディアファイルの再生および写寅の表示 

これで、 Audible ® ファイルや ZENcast 才ーディオファイルなどを再生、表 
示することができます。 

メモ ■ ビデオ磯能は、 ZENV Plus プレーヤーでのみご利用可能です。 

■ [戻る/オプション]ボタン 41 を押すと、いつでもその他のオプ 
ションを表示することができます。 

■ プレーヤーのファイルは、すぐに検索できるように、アルファ 
べット順に保をされます。 

音楽と Au 址 ble ファイルを再生するには 

1 へッドフォンジャックにへッドフォンを接続します。 

2 メインメニューで [ミユージック] 一お望みのカテゴリを選択します。 

3 トラックを選択して、[再生]を選巧します。 

4 ボリュームアップボタン + 、またはボリュームダウン ボタンー を押してボ 
リュームを調整しまず。 

メモ ■ Audible ファイルの管理には AudibleManager ® をインストー 

ルする必要があります。お使いの言語によっては 
AudibleManager はインストールされません。 

■ Audible ファイルは現在、限られた地域でのみご利用可能です。 

■ アルバムのカバーアートが音楽トラックに入っている場合は、プ 
し ー ヤーに表示されます。 
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22 メディアファイルの再生および写真の表示 

ZENcast 才ーデイオファイルを再生するには 

Creative ZENcast 才ーガナイザーを使用すると、お気に入りの ZENcast 
チヤンネルを登録でき、 ZENcast 才ーデイオファイルを、 ZENV/ZENV 
Plus にダウン□—ドして転送できます。詳細については、 www.zencastcom 
をご覧ください。 


写真を表示するには 

1 メインメニューで、 [フォト] を選択し、表示したい写真を選択しまず。 

2 [戻る/オプション]ボタン 寺| を押したままにします。 

[ズ ーム イン ] を選択し、日ウェイナビゲーションジョイスティックを使って、 
写真を縦、横方向にパンします。 


ピデオを再生ずるには 

メインメニューで、 [ビデオ]^ [ビデオ]^ 目的のビデオを選択しまず。 


I メモ 


ビデオ機能は 、 ZEN V 円 US プしーヤーでのみご利用巧能です。 
お使いのプしーヤーでは ZENcast ビデオファイルはサポートさ 
れていません。 
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音楽、ビデオ、データの管理 

プしーヤーには 、 Creative メディアエクスプ□-ラおよび Creative 
MediaSource プしーヤー/オーガナイザーが含まれています。どのアプリ 
ケーションがニーズに合っているか試して、使用ずるアプリケーションを決定 
してください。 

Creative メディアエクスプ□ーラ 

次の場合には 、 Creative メディアエクスプ□ーラを使用しまず： 

■ これまでにデジタルミュージックやビデオを利巧したことがな 
く、 CD またはコンピュータからプしーヤーに音楽やビデオを転 
送する場合 

■ オーディオやビデオファイルを変換、同期、編成したい場合 

■ 使い慣れた 「Windows エ クスプローラ J の環境でプしーヤーを 
管埋したい場合 

Creative メディアエクスプ□-ラを起動するには、 [マイコンビュータ] また 
はデスクトップにある [ ZENV シリーズメディアエクスプローラ] アイコン g 

をダブルクリックします 。 Creative メディアエクスプ□-ラ使用の詳細につい 
ては、オンラインヘルプを参照してください。 


I メモ 


ビデオ機能は 、 ZEN V Plus プレーヤーでのみご利巧可能でず。 
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24音楽、ビデオ、 データの 管理 

Creative Me 灶 aSource プレーヤ ー/ 才ーガナイザー 

次の場合には、完全な磯能を備えたメディアオーガナイザー/プレーヤーの 
CreativeMediaSource を使用します： 

■ 録音、プしイリストの自動生成、オーディオフォーマットの変換 
などの追加機能が必要な場合 

■ コンピュータでミュージックライブラリを管理したい場合 
Creative MediaSource プレーで一/才ーガナイザーを起動するには、デスク 
トップにある に reative MediaSource プレーヤ ー /才ーガナイザー] アイ 

コン ly をダブルクリックします。 

Creative MediaSource プレーで一 / 才ーガナイザーには、共通のタスクにア 
クセスできるホームぺージがあります。 Creative MediaSource プしーヤ ー / 
オーガナイザーの使い方の詳細については、このソフトウェアのオンラインへ 
ルプを参照してください。 
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プレーヤーの管理 

プレイリストの作成 

プしーヤーの ミユージツクライブラリの トラックを自由に組み合わせて、お好 
みの プレイリストを 作成す る ことができます。 

1 トラックまたはトラックのカテゴリを [再生リスト] フォルダに追加するには 

i . [5 ユージック] 一お望みのトラックまたはトラックのカテゴリ、 
の順に選択します。 

ii . [戻る/オプション]ボタン 41 を押し下げたままで、 [再生リス 
卜に追加] を選択します。 

川.手順 i ) とり）を繰り返して、トラックやカテゴリをさらに追加し 
ます。 

iv . [戻る/オプション]ボタンを押します。メインメニューが表 
示されるまで、この操作を繰り返す必要がある場合がありまず。 

V. ゾインメニューで [再生リスト] を選択します。 

2 [戻る/オプション]ボタン 寺| を押し続けて、 [プレイリスト保を] を選巧します。 
3 日ウェイナビゲーションジョイスティックを使用して、プしイリストの名前を 
作成し、 [ OK ] を選巧して名前を確定します。 

4 プしイリストを再生ずるには、 [ミユージツク]一[プレイリスト]一 お望みのプ 
レイリストを選択します。 
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26プしーヤーの管理 

FM ラジオを阳く 

1 メインメニューで [FM ラジオ] を選おします。 

2 ラジオ局を自動的にスキャンおよび保存するには、[戻る/オプション]ボタン 
M を押し続け、 [才ートスキャン] を選巧します。才ートスキャンの最後に、ず 
ベての局がプリセットチャンネルとして自動的に保存され、最初のプリセット 
に周波数が合わされます。 

3 別のプリセットを選択するには、己ウェイナビゲーションジョイスティックを 
左右に押します。 

メモ ■ FM ラジオ磯能は 、 ZEN V Plus プレーヤーでのみご利用可能で 

す。 

■ ラジオ局の周波数を微調整、または手動で検索する場合は、イン 
ス1ルおよびアプリケーション CD に収録されているユーザー 
ズガイドを参照してください。 
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巧全性について 

プしーヤーを安全にご使用いただくため、また感電やショート、怪我や損害、 
聴力障害を避けるために下記の注意事項をお読み下さい。 

I メモ 不適切な取扱いが原因とみなされる場合、プしーヤーの保証が無効になる場合 I 

I がありまず。製品に付属の保証規定で保証範囲や条件などをご確認下さい 。 I 

■ プしーヤー、バッテリー、または電源アダプターを解体したり、■(度理を行っ 
たりしないでください。 ■( 参理サービスについてのご依頼は、ずべて Creative 
認定修理代理店にお問い合わせください。 

■ プしーヤーやバッテリーを0° C 〜45° C (32° F 〜113° F ) の範囲を超 
える温度下に置かないでくたさい。 

■ プしーヤーやバッテリーに対して破壊、巧あけ、または点火しないで下さい。 

■ プしーヤーまたはバッテリーを、強い磁気を発生するものに近づけないでく 
ださい。 

■ ブレーヤーに強い衝撃をちえないで下さい。 

■ プレーヤーまたはバッテリーを水や湿気のある場所に置かないでください。 
プしーヤーが耐湿（詳細については、製品パッケージを参照）製品である場 
合は、プレーヤーを水の中に入れたり、雨に濡れないようにしてください。 

■ 大音量で長時間続けて聴かないで下さい。バッテリーの処分方法は自治体な 
どの指示に従って下さい。 

■ 内蔵型バッテリーは取り外さないでください。プレーヤーを廃棄する場合 
は、各地域の環境規制に従ってください。バッテリーを交換ずる場合は、お 
住まいの地域のサポート営業所にプレーヤーをお送りください。製品サービ 
ス情報については、 www . creative.com をご賣ください。 

■ へッドフォンなどの導電性の装置を CRT テレビや CRT モニターの近くで使 
巧すると、 CRT テレビや CRT モニターが静電放電を起こす可能性があり 
ます。この静電放電は、静電気ショックとして感じられる場合がありまず。 
通常この静電気ショックは無害ですが、へッドフォンのご使用中は CRT デ 
バイスに近づかないようにしてください。 
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28を全性に ついて 


警吿 一般のデジタルメディアべースのストレージデバイスと同様に、データのバック 

アップを定期的に行ってください。本書に記載されている使巧上のま意に従っ 
ていただくこと、また、プしーヤーのデータのバックアップを定期的に行ってい 
ただくことを強くお勧めします。 Creative は、いかなる場合においても、また 
仮にかかる損害の可能性を Creative が示唆していたとしても、 Creative の責 
による非直接的、偶発的、特別、または間接的な人体への損傷、もしくは、本機 
器を原因とするまたは本機器に関連する利益損失、財産損失、使用損失、収益損 
失、またはデータ損失について、一切の責任を負わないものとします 。 Creative 
は、請求の形式にかかわらず、いかなる場合においても、購入者本人またはその 
他の第三者に対して発生した損傷について、購入者が機器に対して支仏った金額 
を超えて責任を追わないものとします。国または州によっては、偶発的または間 
接的な損害に対ずる制限を項または免責条項が許可されていません。したがっ 
て、上記の制限条項または免責条項が、当てはまらない場合があります。 
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参照情巧 

ユーザーズガイド 

プレーヤーの各種機能については、インス!ルおよびアプリケーシヨン CD に収録されているユー 
ザーズガイドをお読みください。 d :¥ manual ¥< language >¥ manual . chm を参照してください。 

(d: ¥の部分を使巧している CD-ROM/DVDROM ドライブのドライブレターに、 《language〉 の 
部せを参照するマニュアルの言語名にそれぞれ置き換え r ぐださい； 

Creative Knowledge Base 

クリエイティブ製品に関 f るお問い合わせは、クリエイティブの24時間アクセス可能なオンライ 
ンヘルプ 、 Knowledge Base をごネリ用いただけまず。ウェブサイト http :// jp . creative . com / より 
製品 FAQ を参照するか、またはカスタマーサポートまでお問い合わせ下さい。 

巧品をお 

ご使用の製品を登録していただくと、有益な情報や、製品のサポート情報を受け取ることができま 
す。製品や技術サボートなどのサービスや、キャンべーンやイベントなどをお知らせずるメール 
サービスなど、さまざまな特典を受けることができます。製品保証については、製品登録の有無は 
関係がない点にごを意ください。 

カスタマーサポートサービスおよび製品保証 

テクニカルサポート情報や保証書などのその他の情報は、 CD の下記デイしクトリに収録されていまず。 


カスタマーサポー K サーピス 

d :¥ support ¥< region >¥< language>¥supportchm 

八ードウ： L ア保証書 

d :¥ warranty ¥< region >¥< lanauaqe >¥ warranty.chm 
八ードウエア保証書の保証規定の適用を受けるには、磨入日を証 
明できるもの(販売店の発行ずるステツカーやレシート、納品 
書、送付状等のいずれか)を必ず保をしておいてください。 


(d: ¥はお使いの CD-ROM/DVD-ROM ドライブのドライブレターに合わせてください。 

<region> ではお住まいの地域(日本の場合 [asia]) を <languag か ではお使いの言語(日本語の 
場合 [Japanese]) を選巧してくださし、。) 


この文書は保をしておいてく ぞさい。 


Copyright ©2006 by Creative Technology Ltd.AII rights reserved . Creative の ロゴ、 
Crea が veMediaSource 、 および ZEN は米国もよびその他の国における Creative Technology 
Ltd . の登録商標です。 Microsoft 、 Windows 、 および Windows の ロゴは 、 Microsoft Corporation 
の登録商標です。 Audible および AudibleManager は、米国およびその他の国における Audible , Inc 
の登録商標でず。 
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简体中文 


感谢您 


感谢您购买 Creative ZEN™ V/ZENV Plus! 继续阅读，学习如何使用这一 
新款播放机！ 

如要充分利用您的播放机，请仔细阅读安装和应用程序化盘上的用户指南。 


1. 电源开关 

2 . 锁定 

3. 麦克风 

4. 线性输入插孔 

5. 耳机插孔 

目 . USB 2.0 端 □ 

7. 增大音量按紐 

8. 减小音量按紐 

9. 录音按钮 

10. 播放/暂停按钮 

11. 返回/选项按钮 

12. 5维操纵杆 

13. 复位孔 



I ま意 


各个型号的产品规格可能有所不同。 
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使用 5 维操纵杆 

5维操纵杆是播放机上最重要的控件么一。本说明文档中将使用一个新的术 
语"选择"，即您应该上下推动日维操纵杆浏览选项，按下日维操纵杆即 
可选定该选项。 




播放音乐时，您可1^进巧1^下操作： 

. 左右推动操纵杆跳至上一首或下一首曲固。 

■ 左右推动并按住操纵杆在一首曲目内前后移动。 



I 主意 


您随时可し: X 按住返回/选项按紐，查看或使用更多选项。 
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32 使用入 n 


使用入 n 

ホ骤 1 :ま装软件 

I 警告 请勿在安装敕件么前将播放机連接至电脑。 

1 が开电脑。 

在您安装此软件前，必须が管理员的身份登录。更多信息请参阅操作系统的 
在线帮助文件。 

2 将ま装和应用程序化盘放入 CD-ROM/DVD-ROM 化驱。 

化盘应自动运巧。如果没有自动运巧，请按下步骤操作： 

i . 巧击我的电脑图标。 

或者，单击开始一我的电脑。 

ii . 右键单击 CD-R 日 M / 肌 D-ROM 驱动器阁标，然后单击自动播放。 

3 按照屏幕上的指示操作，并在出现相应提示时，重新启动电脑。 

4 电脑重启后，按照屏幕上的产品注册指示操作。 

I ミち意 您需要连接 Internet 才能注册您的产品。 































Zen V Series_CLA. fm Page 33 Wednesday, July 5, 2006 9:50 AM 


为播が机充を 33 


ホ骤 2: 为摇放机充电 

如果您尚未将播放机与电脑相速，请使用提供的 USB 連接线，将播放机与 
电脑的 USB 端口連接。 



节を模式。有关节を模式的更多信息，请參阅操作系统的帮助。 
仅連接到电脑主机的 USB 端口，不耍连接到 USB 集线器。 

如果不想通过电脑而采巧快速充电法，请购买 ZEN 充电器。有 
关这款或其を ZENV 系列播放机配件的详细信息，请巧问 

www.creative.com 。 


电池充电时，电池充电图标 [好 在有机发化 (0 LED ) 显示屏上闪烁。 
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34 选择菜单的语言 


2 当您在播放机的 OLED 盈示屏上看到 >]|， 表示电池已完全充电，此时断开 
播放机与电脑的连接。电池完全充电时间大约为目小时。如果播放机完全 
充电后仍长时间地保持和电脑的连接， OLED 显示屏将自动关闭 W 节省电池 
电量。 

I ;ち意 只要播放机ち电脑或电源插座连接着，即使关闭播放机，充电化仍然会 I 

持续。 I 

ホ驟3:选择菜单的语言 

1 化播放机没有巧开，向电 源の 图标的方向滑动电源开关并按住，直到 
OLED 显示屏亮起。 

2 化果您是第一次な开播放れ，会看到ま义お单。化要改变语言： 
i. 巧下ち固/ホ项ち纽。化现主菜单。 
ii. 选择 System — >い nguage, 选择您想使用的语言。 

3 在播放机使用完毕么后，将电源斤关向着电源图标 （!） 的方向滑动，直到关 
机中 的字样出现。 

ホ驟4:传输内容 

从收蔵的 CD 或电脑巧输音巧巧其它义件。详细信息请参考 
ま39页的"管理音ホ、视频巧数お"。 
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传输内容 35 

传输或从收藏的 CD 抓取音乐 

1 请确保您的播放机連接到电脑，如第33页所示。 

2 巧击桌面上的 ZEN V Series Media Explorer g 图标。 

3 单击抓取音乐 CD ^ 按钮。 

4 按照屏幕上的指示操作。 

如果您已连接到 Internet , 将自动获取专揖信息。 

从を脑中传输音乐、图片或视频 

1 重复上面"传输或从收藏的 CD 抓取音乐"中的步骤1和2。 

2 单击刹览媒体 yH 按斑。 

3 找到媒体文件，然后通过拖放操作，将它们复制到您播放机的下列文件夹 
中。 

■ Media Library\Music 文件夹，用来保存音频文件 

■ Media LibraryWideos 文件夹，巧来保存视频 

■ Media Library\Pictures 文件夹，巧来保存图片 

ミ主意 ■ 使用 Creative Media Explorer、Creative MediaSource 播放器/编 

排器或 Windows Media Player 10 (及更髙版本）传输受数ぞ版权 
管理 （ DRM ) 保护的义件。 

- 视频功能仅通用で ZEN V PLUS 播放机。 

- 所有视频格式在 ZEN V Plus 上赌放么前都需要进巧转换。请仅使 
用 Creative Media Explorer 或 Creative MediaSource 播放器/编 
排器转换视频。请注意如果您选择跳过一个视频文件，它将无法被 
传输至播放机。 
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36 断开播が机的连接 

传输数据文件 

1 重复第3日页的"传输或从收藏的 CD 抓取音巧"中的步骤1和2。 

2 单击浏览女档按铅。 

3 找到数据文件，然后通过拖放操作，将它们传输到您播放机的 Da ね文件夹。 

ミち意 . 您还可が使用刹お文档按紐传输音频文件、阁片和视频。不过，它 

们将被当作数据文件，不能在播放机上播放或查看。 

■ 在没お Creative Media Explorer 的情况下，请使用播放机的可移 

动磁盘模式在挪放れおI电脑么间传输和管理数据。详细信息请參 
考安装巧应巧程序 CD 上的用户指南。 

ホ驟日：断开播放机的連接 

文件传输完毕后，断开播放机的连接。 

在看到昆示屏上昆示下面左边的图像时，请匆断开播放机的连接。正在传输 
曲目或数据文件时，断开播放机的连接可能会损坏正在传输的内容。当您看 
见下面右边的圏像最示在显示屏上时，就可断开播放机的连接了。 


Docked ■ 


Docked ■ 

•—11*11— • 


oHI^h-0 
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播が媒体文件或观看图 M " 37 


ホ骤6:播放媒体文件或观看图片 

现在您就可1^播放音乐或观看图片了，包括 Audible® 与 ZENcast 音频文 
件。 

I ;'主意 -视频功能仅通用で ZENV PLUS 播放机。 

- 您随が可な按住返回/选项按紐，查看或使用更多选项。 

- 播放机中的文件按字母排序，レツ便能快速查询。 

播放音乐及 Audible 文件 

1 将耳机连接至耳机插孔。 

2 在主粟单中，选择曲库一您要的类别。 

3 选择一首曲目并选择播放。 

4 按下增大音量 + 和减小音量 一 按紐调整音量。 

I 注意 ■ 要管理 Audible 文件，您需要安装 Audible Manager ® « 

.Audible 文件当前仅适用于选择区域。 

. 如果音乐曲目含有专辑封面，它将显示在播放机的屏幕上。 
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38 播放媒体女件或观看图お 

揺放 ZENcast 音频文件 

有了 Creative ZENcast 编排器，您可がな阅您最爱的 ZENcast 频道，下载 
并传输 ZENcast 音频文件至您的 ZEN V/ZEN VPluSo 详情请访问 

www.zenc3st.com 。 

浏览图片 

1 在主菜单中，选择 照片， 然后选择您要看的图片。 

2 按住返回/选项 41 按铅。 

3 选择 放大， 使用日维操纵杆上下左右移动照片。 

播放视频 

在主粟单中，选择视频^视频文件一您需要的视频。 

I ミち意 . 视频功能仅适用で ZEN V Plus 播放机。 I 

. 您的播放机不支持 ZENcast 视频文件。 I 































Zen V Series _ CLA . fm Page 39 Wednesday , July 5, 2006 9:50 AM 

管理音を、视频和数据 39 

管理音乐、视频和数据 

Creative Media Explorer 和 Creative MediaSource 播放器/编排器是随播放 
机附带的软件。试用这些应用程序，确定哪种更符合您的需要。 

Creative Media Explorer 

在な下情况下使用 Creative Media Explorer ： 

■ 您刚刚接触数字音乐お I 视频，希望将它们从 CD 或电脑中传输到 
播放机 

. 您想转换、同步 レツ 及编排音频和视频文件 
. 您希望在熟悉的 Windows 资源管理器环境中管理播放れ 

如要启动 Creative Media Explorer , 请双击桌面上或我的电脑中的 ZEN V 
Series Media Explorer Q 图标。关于使用 Creative Media Explorer 的更 

多信息，请参阅它的在线帮助。 

I ミ 主意 视频功能仅适用于 ZEN V PLUS 播放机。 I 

Creative MediaSource 播放器 / 编排器 

在な下情况下使用功能全面的 Creative MediaSource 播放器/编排器： 

■ 您需要使用录音、自动生成播放列表巧转换音频格ま等附加巧能 
. 您想在电脑中管理巧库。 

如要后动 Creative MediaSource 播放器/编排器，请双击桌面上的 

Creative MediaSource 播放器/编排器 必 图标。 

Creative MediaSource 播放器/编排器有一个主页面，从中您可使用一些常 
规的操作。有关使用 Creative MediaSource 播放器/编排器的更多信息， 
请参阅它的在线帮助。 
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40 管理播が机 


管理播放机 

创建擢放列表 

您可な使用播放机 曲 库中的イ壬意曲目组合来创建播放列表，方便播放。 

1 向现在正播放 文件夹添加单个曲目或一个类别的曲目： 

i . 选择曲库一您想揽放的曲目或 一 个类别的曲目。 

ii . 按住返回/选项按紐，选择添加至选定音乐。 

iii . 重复步骤 i ) 和 ii ) 添加另一首曲目或其他类别的曲目。 

iv . 按下返回/选项按紐。 

您可能需要重复此动作多次，直到主菜单出现。 

V. 在主萊单中，选择现在正播放。 

2 按住返回/选项按钮 >1 按钮，然后选择另 存为播放列表。 

3 使用5维操纵杆创建播放列表的名称，选择确定确认名称。 

4 要播放一个播放列表，选择 曲库一播放列表一 您要播放的播放列表。 

收听 FM 广播 
1 在主菜单中，选择 FM 广播。 

2 如果要自动搜索和保存广播电台，按住返 回/ 选项 " fi 按钮，然后选 择自动 
搜台。 自动搜台结束时，播放机将把所有电台作为预置的频道储存下来，并 
切入第1个预置频道。 

3 要选择其他的预置频道，左右推动日维操纵杆。 

I ;ち意 . FM 收音机功能仅适用于 ZENVPkjs 掘放机。 I 

. 如果要对某个电台进巧手动调谐，请参考安装が应用程序化盘上 I 
的用户指南。 I 
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安全信息 41 


安全信息 

请参考な下信息，安全地使用产品，减少触电、短路、损坏、起火、听力 
损伤等危险发生的可能。 

I i 主意 使巧不当可能导致您的播放机お修服み失效。详情巧参阅产お附巧的お慢说明。 I 

■ 不要拆卸或自巧难修挪放机、电池和ぶ电お。 

所有相关服を应交与 Creative 或授权的维懷代巧处理。 

■ 不要将播放机或电池放廣在が C 至 45 °C (32° F 至 113° F ) 范围么外的环境中。 

■ 不要刺戳.挤压或燃烧播放机或电池。 

■ 使播放机或电池远离具有强磁场的物体。 

■ 不要使播放机受到强乂外力冲击。 

■ 不要使播放机或电池浸水ぶ放在潮湿的环境中。 

即使您的播放机具を防潮巧能（详惰请见产晶包装说明），您也要小也不要使其浸水 
或淋耐。 

■ 不要长时间か大音量收听音频。 

■ 不要试阁拆卸内お的电池。废弃播放机的处理必须符合当地环保规を。要更お电池， 
请将播放机返回当地的を户支持机构。有关产お服み信息，请访问 

www . creative . com 。 

■ 当传导设备如な机与 CRT (显像管〉电视机或 CRT 显示器相连接使相时，后者巧 
能会释放静电。它可 W 让人体有を微触电感。をお常是毫冗を险的，但是您应该避免 
在使用す机时ム j CRT 设を过近的接触。 

警告 像其它数字媒体存储设を--样，数お应该を期进巧备份。我们强烈を议您遵ホ本手册上的 

使用警示并巧期对巧放机的数据进斤备份。冗论何种情形， Creative 不会承巧な何由于疏 
忽而导致的任何人间接的.意外的、特殊的或即发性的损失，け及本巧み引发或同本ほを 
有关的利润.存款、效用、预算或数あ损失的责化，即使 Creative 已经得知を些损失的 
可能‘吐。无论索赔形式如何，对于您或ぶ他人造成的损ま，公司的责な-贈付不会超过您购 
买产お的价格。一些国家或州（货）不允许限制或排除对突发的或连带的损失的责任，所 
な上化限制或排斥可能不あ用于您。 
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42 要を信息 


軍■をイ兰白 

X . ク I 口，じ、 

用户指南 

阅读安装巧应巧程序化盘上的用户指南，了解播放机的诸を功能。打开 

d ：\ manual \< languaqe >\ manual.chm 

(将 d:\ 替换为您的 CD-ROM/DVD-ROM 光驱的盘符，将 《language > 替换为用户指 
南所用的语言 ) 

Creative イ兰白 j 辛 ( ミ日1口^^±也、 

Creative 自助信息库24小时不间断地为您排疑解难，解决技术问题。请访问 
www . creative . com , 选择您所在的地区，然后选择客户服を。 

产ご；キ册 

注册您的产品，获得最贴む的服み巧产品支持。您可な在安装时注册产品，化可な访问 

www . creative . com/reqister 进な注册。 

请注意产品保修不取决于产品是否注册。 

客户支持服务和保修 

您可レツ在光盘上找到客户支持服み、保修和其它信息。 


客户支持服务 

d ： \support\<region>\<Language>\support.chm 

保修 

d ： \warrantv\<region>\<language>\warranty.chm 

清を保修期巧保留购买凭证。 


(用 CD-ROM/DVD-ROM 光驱的盘符替代ん\，用您所在的地区替代 <region> , 并用 
文件使用的语言替代 <language> ) 


请が留此文挡，レ M 备今后参考。 


© 2006 Creative Technology Ltd. 版が所有 。 Creative 标志 、 Creative MediaSource 巧 ZEN 是 Creative 
Technology Ltd. 在美国和 / 或其它国家的商标或注册商标。 Microsoft 、 Windows 和 Windows 标志是 
Microsoft Corporation 的注册商标 。 Audible 和 AudibLeManaaer 是 Audible, Inc . 在美園和其它国家的 
注册商标。 
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み 


繁體中文 


感謝您 


感謝您購買 Creative ZEN ™ V/ZENV Plus ! 請通讀本簡易手冊了解撥放機的 
使用。 

爲充分利用播放機的各項巧能，您還需閱讀安裝與應用程式光碟上的詳細使 
用者指南。 

1 


電源開關 
鎖定 
麥克風 

線性輸入插孔 
耳穩插孔 
USB 2.日連接璋 
增大音量按紐 
減小音量按紐 
錄音按紐 
1日.播放/暫停按紐 

11. 返回/選項按紐 

12. 五向導航搖桿 

13. 重設孔 



を意 


播放機的規格隨型號的不同而有所變化。 


み 
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44 使用五向導お搖桿 


使用五巧導航搖桿 

五向導航搖桿的使用是此撥放穩的重堅特性之一。在本文件中，我們將使用 
"選擇"一詞表達此項操作：上下推動搖桿潮覽各個選項，並按下搖桿選擇 
一個選項。 




在播放音樂時，您可な進行如下作業： 

■ 左を推動搖桿回到前一首或前進到下一首曲目。 

■ 按住搖桿左右移動在曲目內前進或後退。 



I を意 您隨時可な按住返回/選項 41 按紐操控更多的選項。 
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使用入門 4 己 


使用入門 

ホ驟1:ま裝軟體 

I 警吿 請勿 在安裝軟體前將播放磯連接至您的電腦。 I 

1 開啓您的系統。 

您必須な管理員的身 f 分登入才能安裝軟體。詳情請參考您的作業系統的線上 
說明。 

2 將安裝和應用程式光碟放乂 CD - ROM / DVD - ROM 光碟機中。 

光碟將自動開始執行。否則，請按下面的步驟作業： 

i . 雙按巧的電腦圖 示。 

或者，單按開始一巧的電腦^ 

ii . 右按 CD - ROM / DVD-ROM 光碟磯圖示，然後軍按 自動播放。 

3 按照聲幕指示作業，之後按照提示重新啓動電腦。 

4 在電腦重新啓動後，按照聲幕上的指示進行產品註冊。 

I を意 進な産品註冊需要有 Internet 連線。 | 
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46 為播が機巧電 


步驟2:為播放機巧電 

1 如果播放機尙未處於連接狀態，請透過附贈的 USB 連接線將其接至電腦的 
USB 連接培。 



ま 意 ■ 爲了能持續地透過 USB 連接璋爲電池充電，請確保您的電腦未處 

於節電模式下。關於節電模式的詳情，請參考作業系統的線上說明。 

■ 請接到 USB 連接璋：應避免連接至 USB 集線器。 

■ 如想不用電腦而快速地給電池充電，請購買 ZEN 充電器。有關化 
産品和其他 ZEN V 系列播放機配件的詳情，請訪問 
www . creative.com ° 

當電池正在充電時，電池充電 [巧 圖示將在 0LED 聲幕上閃現。 

2 當電池電量充飽，且播放機日 LED 蠻幕上出現： >] 時，請分開播放機與電腦 
的連接。電池充電可在六個小時內完成。如果播放機電量充飽後仍與電腦連 
接，一段時間後 0LED 蠻幕會自動關閉，臥節省電池的電量。 


を意 


只要播放機處於與電腦或電源插座相連的狀態，即使關閉播放機，電池 
也將繼續進行充電。 
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選擇選單語言 47 

ホ驟3:選擇選單語言 

1 如果播放機尙未開啓，請將電源開關向電源 （!） 圖示的方向滑動，然後按 
住，直到 OLED 蠻幕亮起。 

2 如果您是第一次開啓，選單會な英文顯示。如要變更語言： 

し按返回/選項 41 按紐。主選單出現。 

ii . 選擇 System ^ Language ’ 並選擇所需的語言。 

3 在播放機使用完畢之後，請將電源開關向電源 （1) 圖示方向滑動，直 到關機 
や訊息出現。 


ホ驟4:傳輸內容 

從您收藏的 CD 或電腦上傳輸音樂和其他檔案。詳情請參考第 52 頁的"管 
理音樂、影像和資料"。 
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48 傳输內容 

傳輸或轉換您收藏的 CD 上的音樂 

1 請確保撥放機已連接至電腦，如第 46 頁所示。 

2 雙按桌面上的 ZEN V Series Media Explorer Q 圖示。 

3 單按轉 換音樂 CD 巧按紐。 

4 按照蠻幕上的指示作業。 

如果您已經連線到 Internet >專輯資訊將自動賴取。 

傳輸電腦上的音樂、圖片或影像 

1 重複な上"傳輸或轉換您收藏的 CD 上的音樂I’中的步驟1和2。 

2 單按潮 覽媒體一 按紐。 

3 找到媒體檔案，並採巧拖曳的方式將其複製到播放機中的下述資料夾內： 

■ 音效： Media Library\Music 資料夾 
■ 影像 = Media LibraryWideos 資料夾 
■ 圖片： Media Library\Pictures 資料夾。 


ミ主意 ■ 請使巧 Creative Media ExpLorer'Creative MediaSource 播放器/編 

排器或 Windows Media Player 10 (或更高版本）傳輸受數位版權 
管理 CDRM ) 技術保護的檔案。 

■ 僅 ZEN V Plus 播放機具備影像播放功能。 

■ 所有影像格式都必須經過轉換才能在您的 ZEN V PLUS 播放機上播 
放。您必須使用 Creative Media Explorer 或 Creative MediaSource 
播放器/編排器轉換影像。請注意如果您選擇跳過某個影像檔案， 
該檔案將不會傳輸至您的播放機。 
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巧開播巧糖的連接 49 

傳输資料檔案 

1 重複第48頁的"傳輸或轉換您收藏的 CD 上的音樂"中的步驟 1 和2。 

2 單按翻覽文件号按紐。 

3 找到資料檔案，並採巧拖曳的方式將其傳輸到播放機中的 Data 資料夾。 

5ま意 -悠也可使巧劉覽文件按紐傳輸音效檔案、圖片和影像。但是，它們 

將被作爲資料檔案處理，這樣就無法在播放機上播放或者檢視這些 
檔案了。 

■ 如果您的電腦沒有安裝 Creative Media Explorer ， 請使 巧 播放機的 

"卸除式磁碟"模式在電腦和播放磯之間傳輸及管理資料。詳情請 
參考安裝和應 用程 式 光碟上的使用者指南。 

步驟 5 : 分開播が機的連接 

在檔案傳輸完畢之後，請分 開 播放機的連接。如果您看到下 面 左邊的那幅 
圖， 謂勿 分 開 播放機 的 連接。正在傳輸 曲目 或資料精案 時， 分 開 播放機可能 
會損壞 正 在傳輸的內容。請在播放機顯示下面右邊那幅圖時再分開播放機的 
連接。 


Docked ■ 


Docked ■ 

•— 隨 一 • 
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50 播放巧匿檔案或檢巧圖ち 

步驟6:播放媒體檔案或梭視圖片 

您現在即可播放或檢視檔案，包括 Audible ⑥和 ZENcast 音效檔案。 

I ミ主意 . 僅 ZEN V Plus 播放機具備影像播放功能。 

■ 您隨時可な按住返回/選項 > 按紐操控更多的選項。 

■ 播放磯中的檔案按字母順序排列’便於快速搜尋。 

播放音樂和 Audible 檔案 

1 請將耳機連接到耳機插孔。 

2 在主選單中，選擇曲庫^您想要的類別。 

3 選擇一首曲目，並選擇播 放。 

4 按增大音量 + 和減小 音量一 按紐可調整音量。 

I を意 ■ 如票管理 Audible 檔案，您需要安裝 AudibleManager ® 。 

.Audible 檔案目前僅在特定的區域提供。 

■ 如果曲目有專輯封面圖，其封面圖將顯示在蠻幕上。 
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播巧が匿檔案まお巧圖 A 51 

播放 ZENcast 音效稻案 

您可な使用 Creative ZENcast 編排器訂闢自己喜愛的 ZENcast 頻道，下載與 
傳輸 ZENcast 音效檔案至 Creative 可攪式媒體播放機，比如您的 ZEN V 或 

ZEN V PLus 。詳情請訪問 www.zencast.com 。 

お巧圖片 

1 在主選單中，選擇 照片， 並選擇您要檢視的圖片。 

2 按住返回/選項 41 按紐 

3 選擇 放大， 使用五向導航搖桿水平或垂直移動圖片。 

播放影像 

在主選單中，選擇影像一影像檔案一您要播放的影像檔案。 

I を意 -僅 ZEN V Plus 播放磯具備影像播放功能。 I 

- 您的播放機不支援 ZENcast 影像檔案。 I 
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52 曽埋音裝、影橡巧資料 

管理音樂、影像和資料 

Creative Media Explorer 和 Creative MediaSource 播放器/編排器是隨播放機 
附贈的。請試用這兩個應用程式，な確定哪一種更合乎您的需要。 

Creative Media Explorer 

な下情況適合使用 Creative Media Explorer : 

. 您不熟悉數位音樂和影像，但想將 CD 或電腦上的音樂傳輸至播放 

磯。 

- 您想轉換、同步或者編排音效和影像檔案。 

- 您想在熟悉的 " Windows 檔案總管"環境中管理您的播放機。 

要啓動 Creative Media Explorer ^ 請雙按巧 的 電腦下或桌面上的 ZEN V 
Series Media Explorer Q 圓示。有關使用 Creative Media Explorer 的詳 

情，請參閱其線上說明。 

I ま 意 僅 ZEN V Plus 播放機具備影像播放て力能。 I 

Creative MediaSource 播放器/編排器 

料下情況適合使用全巧能的 Creative MediaSource 播放器/編排器： 

- 您需要用到錄音、自動產生播放清單與音效格式轉換等額外て力能 

- 您想在您的電腦上管理曲庫。 

要啓動 Creative MediaSource 播放器/編排器，請雙按桌面上的 Creative 
MediaSource お放器 / 編 排器幽圖示。 

Creative MediaSource 播放器/編排器擁有自己的首頁，您可な透過它進行日 
常的工作。有關使用 Creative MediaSource 播放器/編排器的詳情，請參閱 
其線上說明。 
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曽理您的播巧機 53 

管理您的播放機 

建立播放清單 

您可拟從播放機的 曲産 中選擇您想要的任意組合的曲目，建立方便播放的播 
放清單。 

1 新增一首曲目或一類曲目至現在正播放資料夾： 

i . 選擇曲庫一您想要的一首或一類曲目。 

ii . 按住返回/選項 41 按紐並選 擇巧増至選定的音樂。 
lii . 重複步驟 i ) 和 ii ) ，新增另一首或另一類曲目。 

iv . 按返回/選 項州按 紐。 

您可能需要按動數次才能回到主選單 
V. 在主選單中，選擇視な正播が。 

2 按住返回/選項 41 按紐，然後選擇男を播放清單。 

3 使用五向導航搖桿爲您的播放清單命名，然後選擇 確定 確認使用該名稱。 

4 要播放一個播放清單，請選擇曲庫一播放清單一您雲播放的播放清單。 

收県 FM 廣播 

1 在主選單中，選擇 FM 廣播。 

2 如要自動掃瞄和儲存電台，按住返回/選項 41 按紐，然後選擇 自動掃瞄 。自 
動掃瞄完成後，您的播放機會自動將所有電台儲を爲預設並播放掃瞄到的第 
一個電台。 

3 左右推動五向導航搖桿，選擇不同的預設。 

I を 意 -僅 ZENVPLus 播放磯具備 FM 廣播巧能。 | 

- 如要微調或手動掃瞄廣捶電台，請參考安裝和應用程式化碟上的使 I 

用者指南。 I 
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54 まを資詢 


安を資訊 

爲避免觸電、産品短接、損壞、起火、聽力損害或其他危險，請參閱な下資 
訊臥了解如何安を使用此播放機。 

I ミ主意 を巧不當可能導致您的播放磯的保固失を。詳情話閱讀產品が帶的ぉ固賣訊。 I 

■ 請勿お卸或嘗試自行雑禮播放機' 電池或充電器。 

巧有维倦和巧開服巧應否由 Creative 或巧權的おお巧巧進行。 

■ 不要在 (T C 至 45 C ( 32 = F 至 113 = F ) 這個お圍之外的温度下存放或使用播放機 
巧電 が。 

■ 不要刺ま’擠壓或焚燒播放機或電池。 

■ 使播放機或電池遠離強磁場的物件。 

• 不要重壓或用力擠碰播放機。 

■ 播放機及電池慮避免沾水，並遠雕潮濕環境。 

即使播放機具有防潮特性（詳情請見產品外盒），也注意不要將其浸入 tK 中或被雨 
淋。 

■ 不要長時間矜聽大音量的聲音。 

■ 不要試圖卸除內建式電池。必須根據當地的環境法令處巧播放機。如要更換電池•請 
膀播放機送至您所在地區的客戶服務部門。關於產品服務的資訴，請訪巧 

www.creative.com <■ 

■ 當耳機等導電裝置靠近 CRT 電視機或 CRT 顯示器時’後者可能出現靜電釋放現象。 
靜電釋放可能を現爲靜電觸電1靜電觸電一般是無害的'但您最好在使用耳機時遠離 

CRT 設備。 

望吿 與其他數位媒體儲存裝置一樣，播放機中め資料必須定期備份。我們極力建議您閱讀並道 

一 守な下使用注意事項’同時也定期猜份播放機中的資料。在任何情況下’ Creative 都不會 

對由於 Creative 的疏忽而對任何人造成的間勘を、衍生性、特殊を或附隨性損害負責，同 
時對於此產品造成的或與產品相關的原因造成的利潤流失、收益喪失、資料丟失等不負有 
任何責任’即巧 Creative 曾經就上述損害收到巧關建議。在任何情況下 Creative 的損害賠 
償都不會超過您購買產品的價格，無論索賠形式如何。一些國家或刚（を）不允許對お隨 
性或衍生性損き負責實行限制或排斥，所な上述限制或排斥可能不適用於您。 
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まを資訊 55 


をる資訊 


使用者指南 

請閱讀安裝與應巧程式光碟上的使巧者指南，了解播放機的更多で力能。開啓 

d ： \manual\<language>\manual.chm 

(請將 d:\ 取代爲 CD-R 日 M/DVD-ROM 光碟機代號，將< languag ゎ取代爲文禮所使用 
的語言） 

Creative 智庫 

creative 的24小時自助式智庫可な爲您解決技術問題。請移至 www.creative.com ，選 
擇您所在的區域，然後選擇客戶支援。 

唐品註冊 

註冊産品後您即可享有各項貼屯、服務與産品支援。經可な在安裝過程中或者在 

www.creative.com/register 上註冊。 

請注意，無論您註冊與否，都享有同等的保固權利。 


客戶ま援服務巧が固資訊 


您可]^乂在光碟上找到客戶支援服務、保固及其他資訊。 


客戶支援服務 

d ：\ support \< region >\< language >\ support.chm 

保固資訊 

d ：\ warranty \< region >\< language >\ warranty.chm 

在保固期限內請務必保留一お購買憑謹。 


(請將ん\取代爲 CD-ROM/DVD-ROM 光礫機代號，將 <region> 取代爲您巧處地區，將 
< language* 取代爲文件巧巧的語言) 


請保留化文かは備將巧使巧 


© 2006 Creative Technology Ltd . 版權所有。 Creative 標誌、 Creative MediaSource 和 ZEN 是 Creative 
Technology Ltd . 在美國和/或其他國ま的商標或註冊商標。 Microsoft 、 Windows 和 Windows 標誌是 
Microsoft Corporation 的詰冊商標。 Audible 與 AudibLeManager 是 Audible , Inc . 在美國和 /或其他國家的 
註冊商標。 
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み 


み 


命 


Turk が 


Tebrikler 

Creative ZEN™ V / ZEN V Plus'i segtiginiz igin te ミ ekkGr ederiz! Yeni 
cihazinizin nasil kullanilacagini ogrenmek igin okuyun! 


1 . 

2 . 

3. 

4- 

5. 

6 . 

7. 


Giig augmesi 
Kilit 

Mikrofon 
LINE INjaki 
Kulaklik jaki 

USB 2.0 baglanti 
noktasi 


Ses Artirma 
dugmesi 

8. Ses Azaltma 
dugmesi 

9. Kaydet dugmesi 

10. Qal/Duraklat 
dugmesi 

11. Geri/Se が nekler 
dugmesi 

12. 5 yonlu Gezinme 
Joystick'! 

13. Sifirlama dugmesi 



告 


Orun ozellikleri, satin alinan modele gore deg 巧 eb り ir. 


み 


み 


告 
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5 yonlu Gezinme Joystick’ini Kullanma 57 

5 yonlu Gezinme Joystick’ini Kullanma 

5 yonlu Gezinme Joystick'! cihazinizin en onemli ozelliklerinden biridir. Bu 
belgede "Seg" terimi kullanildiginda, bu segenekler arasinda ilerlemek igin 5 
y 扫 niu Gezinme Joystick’ini a§agi ya da yukari itmeniz ve a さ a を bastirarak 
segenegi 巧 aretlemeniz aniamina gelecektir. 




Muzik galarken, a$agidakileri yapabilirsiniz: 

■ onceki veya sonraki pargaya gegmek igin joystick'! saga ya da sola 
itin. 

■ bir parga iginde ileri ya da geri gitmek igin joystick'! saga ya da sola 
itip tutun. 



I NOT istediginiz zaman Geri/Se が nekler * augmesini daha fazia 

se が nek igin basili tutun. 
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58 Ba さ langi ? 

Ba さ langis 


Adim 1 : Yazilimi kurma 

I UYARI Yazilimi kurmadan cihazi bilgisayariniza BAGLAMAYIN. | 

1 Bilgisayarinizi agin. 

Yazilimi kurmadan once yonetici olarak oturum a^mi さ olmaniz gerekir. 
Daha fazia bilgi igin i さ letim sisteminizde gevrimigi Yardim’a ba さ vurun. 

2 Yukleme ve Uygulamalar CD'sini, CDROM/ DVD-ROM surucusune 
yerle を tirin. 

CD'niz otomatik olarak ba さ lar. CD otomatik olarak ba さ lamazsa, a§agidaki 
adimlari izieyin: 

i. Bilgisayarim simgesini gift tiklatin. 

Buna alternatif olarak, Ba さ lat 一 Bilgisayarim ogelerini tiklatin. 

ii. CD-ROM/DVD-ROM surucu simgesini sag tiklatip, Otomatik Qal 
segenegini tiklatin. 

3 Ekrandaki yonergeleri izieyin ve istendiginde bilgisayarinizi yeniden 
ba§latm. 

4 巨 ilgisayarmiz yeniden ba^latilinca, ekranda vehlen urun kaydi yonergelerini 
takip edin. 

I NOT Urununuzu kaydettirmek ign Internet baglantisina ihtiyaciniz I 

olacaktir. | 
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Cihazmizi §arj Etme 59 


Adim 2: Cihazinizi さ arj Etme 

1 Yapmadiysaniz, birlikte gelen USB kablosunu kullanarak, cihazmizi 
bilgisayarinizin USB ba 却 anti noktasina baglaym. 



NOT ■ USB baglanti noktasmi kullanarak, pill kesintisiz §arj edebilmek 

igin, bilgisayarinizin gug tasarruf modunda olmadigindan emin 
olun. Gug tasarruf modlari hakkinda daha fazia bilgi igin, i§letim 
sistemimzin Yardim dosyalarina bakin. 

■ Sadece bilgisayar USB baglanti noktasina baglaym; USB 
hub'ina baglamayin. 

■ Bilgisayarinizi kullanmadan pili hizli §arj edebilmek igin, ZEN 
Gug Adaptoru satin aim. Bu aksesuar ve 曰 iger ZEN V Series 
aksesuarlari hakkinda daha fazia bilgi igin, www.creative.com 
adresini ziyaret edin. 


Pil §arj olurken, OLED ekranda §arj olan pil simgesi [0 yanip soner. 
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60 Menu Dilini Segin 

2 Cihaziniz tarn olarak §arj olunca ve OLED ekraninda M simgesini gorunce 
bilgisayardan ayirin. Pil yakla^ik alti saat iginde tarn olarak さ arj olur. Tam 
olarak を arj edilmi を muzik galariniz uzun sure bilgisayanniza bagli kalirsa, pil 
gucunden tasarruf etmek i 旬 n, OLED ekran otomatik olarak kapanir. 

I NOT Cihaziniz kapatildiktan sonra bile, bir bilgisayara ya da gug prizine I 

bagli oldugu surece §arj olmaya devam eder. | 

Adim 3: Menu Dilini Segin 

1 Cihaziniz agikdegilse, Gug dugmesini Giig (|) simgesine dogru kaydirin ve 
OLED ekraninin 巧 igi yanana kadar basili tutun. 

2 Cihazinizi ilk a か gmizda menu ingilizce’dir. Dili degi§tirmek ipin: 

i. Geri/Segenekler > dugmesine basin. Ana menu g 扫 runtulenir. 

II. System (Sistem) 一 Language (Dil) ogesini ardindan da 
isteaiginiz dili se^in. 

3 Cihazi kullandiktan sonra, Shutting down (Kapaniyor) iletisi goruntulenene 
kadar Giig dugmesini Gug simgesine む do 自 ru kaydirin. 

Adim 4: igerik Aktarma 

Muzik ve diger dosyalari CD koleksiyonunuzdan veya bilgisayardan aktarin. 
Daha ayrintili bilgi igin, 65. sayfadaki "Muzik ve Veri Yonetimi" b 扫 liimune 
bakin. 

CD koleksiyonunuzdan muzik aktarmak veya 'kopyalamak' \g\n 

1 Cihazmizin 59. sayfada gosterildigi gibi bilgisayara bagli oldugundan emin 
olun. 

2 Masaiis 山 ndeki ZEN V Series Media Explorer Q simgesini gift tiklatin. 

3 Rip Audio CDs (Ses CD’si Qoz) ^ dugmesini tiklatin. 
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igerik Aktarma 61 


4 Ekrandaki yonergeleh izieyin. 

Internete bagliysaniz, album bilgileri otomatik olarak alinir. 

Bilgisayarinizdan miizik, resim veya video aktarmak \g\n 

1 60. sayfada "CD koleksiyonundan muzik aktarmak veya kopyalamak 帥 " 
b 扫 lumundeki adim 1 ve 2’yi tekrarlaym. 

2 Browse Media (Ortama Gozat) 一!！ dugmesini tiklatin. 

3 Ortam dosyalarini bulun ve surukle birak yontemini kullanarak cihazinizda 
bulunan a§agidaki klas 扫 riere kopyalayin: 

■ ses dosyalan igin Media Library\Music (Ortam Kitapligi/Muzik) 
klasoru 

■ Videolar igin Media LibraryWideos {Ortam Kitapli 自 iWideolar) 
klasoru 

■ resimler igin Media LibraryVPictures (Ortam Kitapligi/Resimler) 
klasoru 


NOT ■ Dijital Hak Yonetimi (DRM) teknolojisi tarafindan korunan 

dosyalan aktarmak igin Creative Media Explorer, Creative 
MediaSource Player/Organizer ya da Windows Media Player 
10 (ya da uzeri) kullanin. 

■ Video i§levi yalnizca ZEN V Plus cihazlarinda kullanilabilir. 

■ ZEN V Plus'ta galinabilmesi igin turn video formatlarmin 
donu さ turulmesi gerekmektedir. Creative Media Explorer veya 
Creative MediaSource Player/Organizer'i yalnizca videolarinizi 
donu が urmek igin kullanin. Bir video dosyasini atlamayi 
segtiyseniz, cihaziniza aktarilmayacaginizi unutmayin. 
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62 Cihazinizin Baglantisini Kesme 

Veri dosyalari aktarmak が n 

1 60. sayfada "CD koleksiyonundan kopyalamak ve aktarmak i 旬 n" 
bolumundeki adim 1 ve 2’yi tekrarlayin. 

2 Browse Documents (Belgelere Gozat) み dugmesini tiklatm. 

3 Veri dosyalanni bulun ve surukle birak yontemini kullanarak cihazinizdaki 
Data (veri) klasorune aktarin. 

NOT ■ Belgelere Gozat augmesini kullanarak ses dosyalanni, 

resimleri ve videolari da aktarabilirsiniz. Ancak veri dosyasi 
olarak i§lem gorurler ve cihazinizda galinmaz ya da 
goruntulenmezler. 

■ Cihaziniz ve Creative Media Explorer bulunmayan bilgisayarlar 
arasinda veri aktarmaniz ve yonetmeniz gerektiginde 
cihazinizin Removable Disk modunu kullanin. Daha fazia bilgi 
igin Yukleme ve Uygulamalar CD’sindeki Kullanici Kilavuzuna 
ba さ vurun. 

Adim 5: Cihazinizin Baglantisini Kesme 

Dosyalari aktarmaniz bitince, cihazinizin bilgisayarla olan baglantisini 

kesin. 

Ekranda a さ agida sol taraftaki resmi gorurseniz, cihazinizin bilgisayarla olan 
baglantisini KESMEYlN. Pa 巧 a veya veri dosyasi aktarimi surmektedir ve 
cihazinizin baglantisini kesmek, aktarilan iperige zarar verebilir. Ekranda 
a を agida sag taraftaki resmi gordugunuzde, cihazinizin baglantisini kesin. 


Docked ■ 


Docked ■ 

•"『句 I— • 


<HSh-o 
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Adim 6: Ortam Dosyalari Qalma veya Resim Goruntuleme 
Audible® ve ZEN cast ses dosyalari dahil, dosyalari galmaya ya da 
goruntulemeye hazirsiniz. 

NOT ■ Video i§levi yalnizca ZEN V Plus cihazlarinda kullanilabilir. 

■ istediginiz zaman Geri/Segenekler > dugmesini daha fazia 
segenek igin basili tutun. 

■ Cihazinizdaki dosyalar daha hizli aramalar igin alfabetik olarak 
siralanmi か r. 


1 

2 

3 

4 


Miizik ve Audible dosyalari ^almak ig'm 

Kulakliklannizi Kulaklik jakina takin. 

Ana menude Music Library ve istediginiz kategoriyi se 幻 n. 

Par が se 幻 n ve Play (Oynat) segenegini belirleyin. 

Sesi ayarlamak igin Ses Artirma + ve Ses Azaltma — dugmelerine 


basin 


■ Audible dosyalari yonetmek が n, AudibleManager® kurulu 
olmalidir. 

■ Sesli dosyalar §u anda yalnizca belirli bolgeler igin kullanilabilir. 

■ Miizik pargasinda bulunuyorsa, album sanati cihazinizda 
goruntulenecektir. 


ZENcast ses dosyalarini ^almak i が n 

Creative ZENcast Organizer ile, sevdiginiz ZENcast kanallanna abone 
olabilir ve ZEN V / ZEN V Plus'miza ZENcast ses dosyalarini indirip 
aktarabilirsiniz. Daha fazia bilgi i 幻 n www.zencast.com adresini ziyaret 
edin. 
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64 Ortam Dosyalari Qalma veya Resim Goruntuleme 

Resim goruntulemek が n 

1 Ana menude Photos ogesini ve istedi 自 iniz res mi sepin. 

2 Geh/Segenekler 4i dugmesini basili tutun. 

3 Zoom In ogesini se 幻 n ve resmi yatay ya da dikey olarak hareket ettirmek 
卿 5 yonlu Gezinme Joystick’ini kullanin. 

Video oynatmak i が n 

Ana menude Videos (Videolar) 一 Video 一 istediginiz videoyu segin. 


NOT 


Video i さ levi yalnizca ZEN V Plus cihazlannda kullanilabilir.. 
Cihaziniz ZENcast video dosyalarini desteklemez. 

































Zen V+_TR.fm Page 65 Wednesday, July 5, 2006 9:55 AM 

Muzik , Video ve Veri Yonetimi 65 

Muzik, Video ve Veri Yonetimi 

Creative Media Explorer ve Creative MediaSource Player/Organizer cihaz 
ile birlikte gelir. Hangi yazilimin gereksinimleriniz igin daha uygun olduguna 
karar vermek amaciyla bu yazilimlan deneyin. 

Creative Media Explorer 

A さ agidaki durumlarda Creative Media Explorer kullanin: 

■ LJyital muzik ve videolar konusunda gok bilgili degilseniz ve 
CD'den ya da bilgisayardan cihaziniza muzik aktarmak 
istiyorsaniz 

■ ses ve video dosyalarini donu が urmek, e§le が irmek ve 
duzenlemek istiyorsaniz 

■ Cihazinizi daha bilinen "Windows Gezgini" ortaminda yonetmek 
istiyorsaniz. 

Creative Media Explorer’i ba^latmak igin, Bilgisayarim altinda ZEN V 
Series Media Explorer Q simgesini tiklatin. Creative Me 址 a Explorer’i 
kullanma hakkinda daha fazia bilgi 卿 ， gevrimipi Yardim’dan yararlanin. 

I NOT Video i§levi yalnizca ZEN V Plus cihazlannda kullanilabilir| 
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66 Miizik , Video ve Veri Yonetimi 

Creative MediaSource Player/Organizer 

A を agidaki durumlarda butun 扫 zelliklere sahip Creative MediaSource Player/ 
Organizer kullanin: 

■ kayit, otomatik galdirma listesi hazirlama ve ses formati 
donu さ turme gibi ek ozelliklere gereksinim duydugunuzda 

■ Bilgisayannizda bir muzik kitapligi yonetmek istediginizde. 
Creative MediaSource Player/Organizer’i ba§latmak igin, masaustundeki 

Creative MediaSource Player/Organizer & simgesini gift tiklatin. 

Creative MediaSource Player/Organizer’m bazi gorevlere ula を abilece 自 iniz 
bir Ana Sayfasi vardir. Creative MediaSource Player/Organizer’i kullanma 
hakkinda daha fazia bilgi 卿，が vrimi 幻 Yardim’dan yararlanin. 
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Cihazinizi Yonetme 

Qalma listeleri olu さ turma 

Qalma listesi olu ミ turmak amaciyla cihazinizdaki Music Library den 
pargalari istediginiz kombinasyonda segebilirsiniz. 

1 Parpa veya kategoriyi Now Playing (Qalinmakta Olanlar) klasorUne 
ekiemek igin: 

i. Music Library 一 ve ardindan istediginiz parga veya parga 
kategonsini segin. 

ii. Geri/Segenekler dugmesini basili tutun ve Add to Selected 
{Segilene Ekie) ogesini segin. 

III. Parga veya parga kategorisi ekiemek ign i ve ii adimlarini 
tekrarlayin. 

iv. Geri/Se^enekler ^ dugmesine basin. 

Ana menu gorunene kadar bu i§lemi birkag kez yapmaniz 
gerekebilir. 

V. Ana menude, Now Playing ogesini segin. 

2 Geri/Se が nekler * du 自 mesine basin ve Save As Playlist (Qaldirma 
Listesi Olarak Kaydet) ogesini segin. 

3 Qalma listesine ad vermek 吃 in 5 yonlu Gezinme Joystick’ini kullanin ve adi 
onaylamak 吃 in Ok dugmesine basin. 

4 Qalma listesini galmak i 幻 n Music Library Playlists _> ve istediginiz 
galma listesini segin. 
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FM Radyo dinleme 

1 Ana menude, FM Radio (FM Radyo) ogesini se 幻 n. 

2 Radyo istasyonlarini otomatik olarak tarayip kaydetmek 帥 Geri/ 
Segenekler dugmesini basili tutun ve Autoscan (Otomatik Tara) ogesini 
se が n. Otomatik aramanin sonunda, cihaziniz turn istasyonlari onceden 
ayarlanmi を kanallar olarak kaydeder ve ilk istasyona gider. 

3 Farkli bir on ayar segmek i 幻 n, 5-yonlu Gezinme Joystick'ini saga veya sola 
dogru itin. 

I NOT ■ FM radyo i§levi yalnizca ZEN V Plus cihazlarinda kullanilabilir. I 

■ Ince ayar yapmak veya bir radyo istasyonunu elle aramak igin I 
Yukleme ve Uygulamalar CD'sindeki Kullanici Kilavuzuna I 
ba さ vurun. | 
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Guvenlik Bilgileri 

Cihazinizi guvenie kullanmak, elektrik を oku, kisa devre, zarar, yangin, 
i を itme kaybi veya diger tehlikelerden korunmak i 幻 n a を agidaki bilgileri 
okuyun. 

I NOT Cihazmizm yanli§ kullanilmasi garantisini gegersiz kilabilir. Daha I 

fazia biigi igin, urununuzie birlikte verilen Garanti belgesini okuyun. | 

■ Cihazimzi，pilinizi ya da gu? adaptbrunCizu sokmeyin veya onarmaya 
gall ミ mayin. 

Turn servis i§lemleri 19111 Creative’e veya yetkili servislere ba さ vurun. 

■ Cihazinizi ya da pilinizi 0°C - 45°C (32°F - 113°F) di ミ inda sicaklikta 
birakmaym. 

■ Cihazinizi ya da pilinizi delmeyin, ezmeyin veya ate ミ te birakmaym. 

■ Cihazinizi ya da pilinizi guglu manyetik nesnelerden uzak tutun. 

■ Cihaziniza 3 さ in gug veya basing uygulamayin. 

■ Cihazi veya pili su ve nemden uzak tutun. 

Cihaziniz neme ksi ■さ i dayanikliysa (ayrintili bilgi igin urunQnuzun paketine 
bakm), suya batirmamaya veya yagmurda birakmamaya dikkat edin. 

■ Pargalari uzun sure yuksek seste dinlemeyin. 

■ Yerle ミ ik pili gikarmaya gali§mayin. Cihaz, yerel gevre kurallanna gore 

kullanilmalidir. Pili degi が irmek igin cihazi bolgenizdeki servise goturun. Orun 
servis bilgisi igin www.creative.com adresini ziyaret edin. 

■ CRT televizyon veya CRT monitor yakininda kulaklik gibi iletken bir cihaz 
kullanildiginda, elektrostatik bo さ alma meydana gelebilir. Bu elektrostatik 
bo さ alma, statik §ok olarak hissedilebilir. Bu statik §ok genellikle zararsiz olsa 
da, kulaklik kullanirken CRT cihazlara dokunmamak gerekir. 
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70 GCivenlik Bilgileh 


UYARI Tiim dijital ortam tabanli saklama aygitlannda oidu 自 u gibi, veriler duzenli 
araliklarla yedeklenmelidir. Bu kitapgiktaki kullanim onlemlerini mcelemenizi ve 
cihazinizdaki verileri duzenli araliklarla yedeklemenizi oneririz. Creative higbir 
durumda ki§ilerde Creative’nin ihmaline bagli olarak dolayli, kaza sonucu, ozel 
veya risk sebebiyle olu§an hasarlardan veya bu aygitia ilgili veya bu aygittan 
kaynaklanacak kar kaybi, para kaybi, kullanim kaybi, gelir kaybi veya veri 
kaybindan, bu gibi hasarlarin olu さ ma olasiligi konusunda uyarilmi§ olsa dahi 
sorumlu tutulamaz. Creative'nin siz veya zarar goren diger ki き Here kar き i 
sorumiulugu, talebin bigimi ne olursa olsun, tarafinizdan aygit igin odenen tutan 
a§maz. Bazi iilkeler ve eyaletlerde kaza veya risk sebebiyle olu さ an hasarlarda 
yukumluluklerin sinirlandirilmasi ve harig tutulmasina izin verilmez ： bu nedenle 
yukaridaki sinirlama ve hari? tutulan yukumlulukler sizin igin gegerli olmayabilir. 
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Diger Bilgiler 

Creative Bilgi Tabani 

Teknik sorunlannizi Creative’in 24 saat hizmet veren otomatik yardimli Bilgi Tabani’nda 
gozun. Web'de www.creative.com adresine gidin, bolgenizi ve ardindan Support'u 
se ヴ n. 

Urun Kaydi 

Urununuzu kaydettirerek en uygun hizmetlerden ve urun desteginden 
yararlanab 川 rsiniz. Orunu yukleme sirasinda ya da www.creative.com/register 
adresinden kaydettirebilirsiniz. 

Lutfen garantiden dogan haklarinizin urun kaydina bagli olmadigini unutmayin. 

Mu^teri Destek Hizmetleri ve Garanti 

CD’de Mu§teri Destek Hizmetleri, Garanti ve diger konularla ilgili bilgiler bulabiiirsiniz. 


Mii さ teri Destek Hizmetleri 

d:\su pport\<region>\<language>\support.chm 

Garanti 

d:\warranty\<region>\<language>\warranty.chm 

Garanti suresi boyunca lutfen Sati さ Belgenizi saklaym. 

Bu urunun Turkiye.deki garanti suresi 2 yildir. 


(d:\ harfini CD-ROM/DVD-ROM surucunuzun harfiyie, <region> segenegini bulundugunuz 
bolgeyle ve <language> segenegini belgenizin diliyie de がさ tirin) 


Bu belgeyi daha sonra ba ミ vuru amaciyfa saklaym. 
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72 Diger Bilgiler 



WEEE Simgesinin kullanimi, bu urune ev atigi olarak i§lem 
yapilabilecegini gosterir. Bu urunun dogru さ ekilde atilmasini saglayarak, 
gevre korumasina katkida bulunmu§ olursunuz. Bu urunun geri 
d6nu§ume tabi tutulmasi konusunda ayrintili bilgi igin lutfen ilgili 
kurumlara ya da urunu satin oldugunuz magazaya ba さ vurun. 


Telif Hakki © 2006 Creative Technology Ltd. rum haklari saklidir. Creative logosu, Creative 
MediaSource ve ZEN, Creative Technology Ltd.’in Amerika Birle さ ik Devletleri ve/veya 口 iger 
iilkelerdeki ticari ya da kayitli ticari markalaridir. Microsoft, Windows ve Windows logosu, Microsoft 
Corporation’un tescilli markalaridir. Audible ve AudibleManager, Audible, Inc’in Amerika Birle$ik 
Devletleri ve/veya diger iilkelerdeki ticari ya da kayith ticari markalaridir. 
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